\/2 AMPERE 
SLOW-BLOW, 
FUSE. 


105-125VAC 


50/60 CPS 140VAC MAX. 


190 VDC MAX. 


Hises - LFD 
o ~ 


SCHEMATIC OF THE 
HEATHKIT® POWER SUPPLY 
MODEL EF-1 


OlODE 


